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Abstract 

This report summarizes the activities of the VLBI Analysis Center at the Main Astronomical 
Observatory of the National Academy of Sciences of Ukraine in 2012. 


1. Introduction 

The VLBI Analysis Center was established in 1994 by the Main Astronomical Observatory 
(MAO) of the National Academy of Sciences of Ukraine (NASU) as a working group of the De- 
partment of Space Geodynamics of the MAO. In 1998, the group started its IVS membership as 
an IVS Analysis Center. The MAO AC is located at the office building of the observatory in Kiev. 

2. Technical Description 

VLBI data analysis is performed on two computers: an Intel Core 2 Duo 3.1 GHz box with 
4 GB RAM and a 1 TB HDD, and a Pentium-4 3.4 GHz box with 1 GB RAM and two 200 GB 
HDDs. Both computers are running under the Linux/GNU Operating System. 

For data analysis, we use the SteelBreeze software which was developed at the MAO NASU. 
The SteelBreeze software is written in the C++ programming language and uses the Qt 2.x wid- 
get library. SteelBreeze makes Least Squares estimation of different geodynamical parameters 
with the Square Root Information Filter (SRIF) algorithm (see [1]). 

The software analyzes VLBI data (time delays) of a single session or a set of multiple sessions. 
The time delay is modeled according to the IERS Conventions (2003) [2], as well as by using 
additional models (tectonic plate motion, nutation models, wet and hydrostatic zenith delays, 
mapping functions, etc.). The following parameters are estimated: Earth orientation parameters, 
coordinates and velocities of a selected set of stations, coordinates of a selected set of radio sources, 
clock function, and wet zenith delay. This year we started the refactoring of the software to 
implement the newest IERS Conventions [3] and to use the newest version of the Qt library. 

3. Staff 

The VLBI Analysis Center at Main Astronomical Observatory consists of the following mem- 
bers: 

Yaroslav Yatskiv: Head of the Department of Space Geodynamics; general coordination and 
support of activity of the Center. 

Vasyl Choliy: Head of EOP determination laboratory. 

Sergei Bolotin: Scientific consultant. 
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4. Current Status and Activities in 2012 

In 2012, we performed regular VLBI data analysis to determine Earth orientation parameters. 
“Operational” solutions were produced and submitted to the IVS on a weekly basis. The IERS 
Conventions (2003) [2] models were applied in the analysis. In the solutions, station coordinates 
and Earth orientation parameters were estimated. 

Also this year, we continued to participate in the IVS Tropospheric Parameters project. Esti- 
mated wet and total zenith delays for each station were submitted to IVS. The analysis procedure 
was similar to the one used for the operational solutions. 

5. Plans for 2013 

The MAO Analysis Center will continue to participate in operational EOP determination, 
as well as in updating the TRF and CRF solutions from VLBI analysis of the full data set of 
observations. 
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